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SUBJECT: FDA ENGINEERS VISIT TO JAPAN: CONTROL OF RADIATION 
FROM MICROWAVE OVENS 

REF STATE 220787 

DEPT. PLEASE PASS TO DHEW FOR ROBERT G. BRITAIN, DIRECTOR, 
DIVISION OF COMPLIANCE, BUREAU OF RADIOLOGICAL HEALTH, FDA, 
PHS: 



1. APPOINTMENTS WITH JAPANESE MANUFACTURERS OF MICROWAVE 
OVENS HAVE ALL BEEN CONFIRMED AS REQUESTED. 

2. EMBASSY IS MAKING ARRANGEMENTS FOR MEETING WITH JAPANESE 
GOVERNMENT OFFICIAL, TENTATIVELY TO BE HELD ON OCT. 24. 

WILL CONFIRM WHEN ARRANGEMENTS ARE FINAL. 

3. EMBASSY CONTROL OFFICER IS FSO JOHN R. MALOTT OF 
ECON/COML SECTION. PHONE 583-7141, EXT. 600. 

HODGSON 
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